DC 10-30 ÆAIRSÉAFRIQUE 


3 réacteurs 8 turbofan Engines 
General Electric CF6-50A General Electric CF6-50A. 
Longueur 55,50 m Over all length 181,11 ft 
Envergure 49,17 m Wing span 161,40 ft 
Poids maxi Maxi take off gross 
décollage 251.970 kg weight 555.000 Ibs 

Poids maxi Maxi landing gross 


atterrissage 182.862 kg weight 403.000 Ibs 
Les jets du soleil. 
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